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THIS IS UNEVALUATED INFORMATION 


de [soviet Zone Railroads "Reguletiona Cencerning the Treat 
25X1 ment of Inactivated Loeonotives", dated 21 April 1951 


2. According to these regulations, a difference in mde between: Direectcrate 
General ([D) eserves; column reserves; Regional Railroad Headquarters (RBD) 
25x11 reserves; Railroad Maintenance Shop (Ew) reserves. The first two eateceries 
of leconotive reserves are at the disposal of the GD, the latter two at: 
the disposal of the RBO and By respectively. — 


3. Locomotives inactivated as GD and columm reserves ere to be varied only after 
completion of Class L3 and L4 repairs, and their wheel tires nust Lave a 
minimun thickness of 50 m, Sueh locomotives mist not have run for more 
than 30,000 Ion. ' RBD reserve locomotives may be kept cold only after 
eompletion of Class L2, L3 or Li repairs; their wheel tires must heve a 
minimum thielmess of 45 m3 and they must not heve run for more than 20,0C0 Ion, 
By reserve Loconotives mast be capable of onerating three months wit thout 
requiring renairs. (1) 


4. Parting sites for reserve locomotives of the column reserves are designated 
by the GOR; fer GD and RBD reserve locomotives by the Regional Railroad 
Headquarters; and for the By loconotive reserves by the Bus. The selected 
parking sites must be easy to guard and must have facilities for housing the | 
maintenance erevs. Special care is to be taken in regard to loconctive column 
reserves. One mechanie will be assigned to each of these Locomotives, and he 
will be fully responsible for the condition of the Locometive and for the ac- 
cesvory equipment. The mechanic will be assisted by a security and maintenance 
erew (Brigade) of 11 men. This crew will be rotated every month, The railroad 
maintenance shops of the Frankfurt/Oder and Cottous marshaling yards will be 
responsible for the welfare of these ereyvs, (2) 


5. After a maximm of six months, the inactivated loconotives will be reactivated 
after anproval by the GD or the RBD. 


6. The locomotive columng still in operation are assigned to the railroad nain- 


tenanee shop of the Frankfurt/Oder marshaling yard. The inactivated locomotive 
eolurins are also talren care of by the ‘Frenk@urt/Oder: marshaling yard. (3) 
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Loconotive Column No 10,equipped with a totel of 30 locomotives,is stationed 
in Cottbug (N 52/A 57). Some of the lecomotives of the loconotive columns 
will be reactivated for the International Youth Rally in August 1951. (5) 


7. On 28 April 1951, it was observed that Locomotive Column No 13 is still stationed 
in Dueherow (N 54/U 99); Locomotive Column No 6 in Strasburg (N 54/0 96) and 
Blumenhagen; and Locomotive Column No 3 in Ruednite (N 53/297), These Leco~ 
motive colwnns ere equipped with type 51 and 52 lecomotives. 


(1) Classes LO-L3 are minor te medium type locomotive revairs, and elass Li, is major 
type revair. The colum reserve is comrised of the locomotives of the six 
25X11 leconotive columns deactivated in the fall of 1950, The 180 locomotives con 
cerned are being kept cold at suiteble railroad stations. ——aiana | The 
Bw reserve is a local reserve. 


(2) The collection points, or parking sites, of the locomotive colum reserve were 
25X14 reported previously. re 


(3) Locomotive Columns No 2, 4, 5, and $ with a total of approximately 120 locomotives 
are amalpamated into the Fern-Betriebswerk-Ost (Long-Distance Operations Office 
25X1 East) Frankfurt/Oder. 


(4) Besides this column, Loconotive Column No 11 with about 30 lecomotives is still 
25x 4 operative in Hoyerswerda (N 52/A 53). 


(5) This statement is believed to be correct. 
25X1 
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